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t, 3T2if?r :- 

aiczim 1 

1. ^ 3lt? 3TUW.- 


(1) ^ ■^Tf$n<T ^ ptctt^ 2011 t i 

(2) ^ ^ PTcf>T?Ff cl5t cTT^ I 

2 . 

^ f^RTPft ^ 1% ^ ^ ^ 

(cf^) fijliieiy 3Tf^P|ii+I, 1923 (l 923 ^ 5) t"; 

m ^ ^ M 3iMcT t ; 

(Tf) M-qiel^ ^ t t^rW 3T#T elT^r^ 

^ ^ JlcJttJmr JffTM JI^ %2JT ^ t ; 

(^) ‘‘3T£2I^” ^ ^ 3TQT^ 3TMcT t ; 

(^ “^2^ ^ ^ 312} t mm 3I^rf%^. 1923 (1923 ^ S) cf?} EfM 2 # 

^ ^ t; 

(^) “JT^” ^ ^ ^ WT t ; 

(^ “■'(lycnK” ^ ^ ^ cpT 3TWFT 3Tf^ffe t ; 


QA") ni/ini 




2 


THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part II-.Sec. 3(i)] 


(uf) ^ ^3lMcf t ; 

(m) “ SIR!” ^ 3rf?rf^ ^ £JRT 3lM?r t ; 

(3r) ^ ^ eTT^j^ ^ ^ mk ^ m w^n 

3i^ '^\ ^ t i 

3IIZTRI 2 

3. ^ sr^ncR m 

f^ TOcR ^ ^ 3Tte f^ ^ ^ ^ T[cf> 

wm c[Me^ ^ 3ite so ^ ^ czrf^ 

^TTcRf ^M ?ra) WciTT wft7[ ^ ^ ^ ^ ^ ^ 

^ ^FJT^ ^ ^PTc# f^RPff ^ ^ ^ 'm^ MRxIldch)' ^ 

srfciRcW 4 ^2lf^ ^ ^5T jm ^ ^ ^ WE? : 

tR^ ^ Rmf ^ ^ ^ ^ 

MREid47 ^ #E w ^ y%fj^ 3R# ^ Rrq cMdY ^ ^ ^ ^ ^rpE t 

: 

EI 5 WF sfR- fcf> Rmt ^ ^ TO, TOWY eRwy Rrro, 2011 ^ 3 i#e eto 
WT ^ WaTTOT tow EW toy c^f^ ^ FtRr 3fk IcfRft 3TOrY 

^ TOWY ^ TOcT^ ^ TOTTTO ^ R'dRld 3fk ReWT 5RTtTO ^ 

^ C^ TOW YW Ff Rrawf c^ 3T#Y TOT RlTO TO YRFIT WTTO I 

4. WafTT ^Zjf^ TOW ^ Y#nT 3ltY 31^ #J?T TOYtTOE- 

^ Rr# To ^ Rrot ^ 3 t«5Rt towy ittort F^tRwY ^ 

Yw ^ w4]uid! TOW Ew w# t, Rm 3 # 3TRm?f^ #JTT3it crr^ towy wr toct^ wi 
TOY TOY TOT ^ wRrt 3fR ^gcfd 5Yf^ ^ WTO WTTO | 

5. TOW ^ ft|>WT YTO- 

Rmf c^ 3T#T M41^ldl TOW EW TOY TO^ TOTT TOTO TOclW ^uftR^Y WW 
WW^, SIRtRer ^ 3I#Y 37^ RWft TOW YW WT aTWRET 3n^ TO^ ^ TO TO^ 
c^ RTY TO 15 ^ 3E5 Rt YTW^ czif^mf ^ % RTR^ ^ To ^ ^ fcE? WTWT t 
^ WYTc^ 3TOY WT FTRt^ ^ TOWY 3T^ ^ ^Rh ^fd^cfd YPT^ YY ^ 
TOW YW Y'f^d cf)Y^ c^ lelY ^lYtSl ^Vll I 
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’(m ^ 7T^ : aroiwi 


3 


6. SRT dlild'I g?sEI f%^5Tc|> m {^^}i\<b ^ ^ cRSRT- 

(1) ^ ^ BWT ^»TR^TO f^r^ t, ^ 

^ ^ 1^ ^ ^>f)m ^iiid'^1' ^ ^ f^^STch' ^^] ^ ^ ^2if^ cF>t Tj;of 

M^rfeli, 3icfrtcl W ?JT% W^ ^ ^3^ MM M ^ ^ ^ 

ciT^ 3f|y ^ ^ wf ^ t, urf 5 ^ I 

( 2 ) ^FTeR ^ ^ MF^t, ^ ^ ^ ^ {l) ^ 

3T#T t, ^ ^ 3TW ^ MT ^ ^ ^ ^ 

^ ^ MI ^FTcR ^ MR ^ ^ 1^ czrf^ ^ t, 

^ ^ R^^lch'll' ^ Wr ^ ^i^trR ^ ^221 ^ c^ I 

7. ?Tf^, 3I^cfh 2^ ^ ^^«mcTT 

( 1 ) TOeR M W£r^ ^ ^ ^FIRY c^ 100 ^ ^4trR ^ 

?rt FRI^ 3ik 3ic2Jc]fBd 3?^ MI?IT RTM ! 

( 2 ) 1 %^ ^ MTeR 2 ^, ^ 3r#T F^tRcfT 3MR M 3 F|f^ 

f^ 22if^ ^ ^ ^ 3Rf^ aicrfgrjft ^ M5^ 

RT WFRR mR^W45 c^ ^ ^ WT ^ MTR M MR 

^ %# oof^ MI ^FTtf^ ^ ^ ^ I 

(3) MRR qRFNch ^ ^ ^ ^2FT M\ ^TOTI MTR M OR M^, MIR^ ^ ^ 

Rr^aFF RT cift RnR^d wiRr ^ mrr mtcft c^ ^ ^ Mrctt mrt 

M MR cIT^ C2|f^ ^ ^ 3Iclf^ c^ RRP^ cFR ^7^ RRcR ^ 

i> R^kiiRd ^ ^ R^, RsrR Mf F^f^rfcRt ^ mtm Mai^ rt 
fMt M WI IR #F f^ ^ 3Hto 2R WT TR Rl>IidlRd Rm W I 

8 . MIcR 2 I>^I vJMijVl ^ Wm WMI' 

(l) M ^ IRIRM MTM ^ ^ WTFT ^f WIT W^ ^ MRR ^ 2 IT 

3fRR J5f ^ c^ 3T#3 Mft MF MRM c^ 3|fR^|cFfI RT 3rf^ 

^r 3 tRR ^ t 1 MRR^ c^ ^Ffr OT#fT # 'fIMT WTMT ^ 3 tRR ^ 

MT # sflY'RFJot ciM 3fR“^ M ^ I 


f 


( 2 ) M ^ MtMT 2 ^ RT 3Rf%^ OTT MIM ^ ^ 

WJRT ^ wm\ RTMT ^cbMIFI'lviR RT SnIIm ^3MT MTcR ^ ?tcIR M 
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SRI ^ f 3ik tipfl sfk cim % ^ ^ 

sicT^ ^ t I 


3T£TO 3 

sfni 


9. 

(1) ^ ^ ^ wi, ^ ^ ^ f^^ich, 

^ ^51^ ■JTT f^ar^ 3I2 t^ cfT^d^Ji ^ ^2^ f^ai^ ■^tt Pi^^icb ^ ^2 tt ^ 

f%f5^ cZjf^ 3lk ^ Wl W 1^ WT^ ^ ^ 3F^ 

^ ^ ^flTR f^ ^jTT^ ^ #? 371^1%^ ^T?IcR ^T^fcRff cf^ 

3f}Y ^ ^ 1 

(2) ejTTefvi)' ^ Marcl) ^ ^ ^ cl^ 3IKI^ #rn 3?k ^ ^ 

Mar^ ■JH ^ ^ m Mai^ ^ 

^ ^ I 

10 . TT^Tcrf^.- 

^ ^ ^ ^ #T ^ ^ I ^ ^ TF^ 

WT ^ ^ TR ^ ^ t ^ ^ ^ 31^ ^ cTmcTK ^ 

^ ^ ci^ 3?2;qf^ t ?fr ^ ^ Tiw uiiw f^ ^ ^ 3mT 
^gicft t 3ik^3^ 3T^ 3RTf^ ^^1 ^ 3RT 

c2l1^ ^ ^ ^ ! 

11 . c^ "^RI.- 

^-- 

(i) ^FT^ ^rmcTT ^ ^ ^ 5f^tw 5mFT ^ 34^ ^ SF^tW ^ 

czFi^rf^ ^an ^ R-i'^icn ; 

(ii) ^aFf? iti ^ f^ ^arr m ^ ^ ^ ^ ^ 

Pl^cKI cfT^ ^ j 

(iii) wm^ pmM'^ ^ ^ ^ trk ^ im ; 3f^ 

(iv) Fxrar. ^ ^aiT, ^ReiY m-cii^ ^ sfi^ ^ 3igw i> sif^rg^sFf ^ 

^ ^fc^R Cl?^ I 


i|lU >(■: 


•■ ■ I ' I.. "I 


^ : I f I#*!! D 
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W gJT wrg ; 
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12 . ^ ^ tm>r 

^ cbNfilK ^ ^ f^, fuRI^ WR 3THraT ^ ^ ^ ^ 3lk 

wi ^ ^ 3ie27^ ^ tsci^ ci^ RnTTtt I 

13. ^2rcf> ^rRT ^ cbNdK c^ ^.- 

(1) ^ ^ ^ ^ cF?t ^ f^f^'d 3jk c^ ^ ^ 

;5I^ ^ Cflfl^ ^ ^ ^ ^ cf?r ^?J£RT ^ ^ 

^ ^ clT^ .cf>TW^ ^ ^ : 

IT^ ?Tf^ STGI^ tc}5^ fcp?^ T^Y, vj>Hch1 ^ A STRITcR^ t, cfR^ 

cf^ ^dfdl 'i' eft '(^tlH'l ^ ^ f^ ^cKl 'M-H'M '^, Siiq^in^ 

w^, wA^ '^mr ; 

(2) ^ cRw?TR, %, 3Tw¥t ^ toR t5cf> A 

^ ftrnn RiT;nn i 

14. TFT^.- 


^arcp ^ ^ 3T?2T^ ^ 3!Tf^ sft? ^ ^ #ft I 

15. 31tZI^ SRT c^ ^4)) c^ SI^^TelT cITRIT.- 

^ ^ ^ Qim^ cp^ 3ik ^ 

gRT ^ TO TOf^T tep ^ oT^ar^ cp^ I 

16. ^ ^i>T ^rf^.- 

^fr!^, Mcftuidl TOR ^ £TRR RTO? 37RTeH ^ R^rfy 

3fk ^ 3TRI ^>Rff ^ TOR cp^ ^ TO ^ # 3T?2?aT ^ 

TORT-TOR TO Pt^f^ld TO I 

17. 3IT^ TO cI>T i^tdlchH.- 

^ TOTOft c^ 3TTfe TO TO TOTO TOTOT ^ ^ ^ Mto TOR 

TO ^ fc^ TOTO^ R^arr to rRrr i sp^to, Rf^ rtot 

eita TORT ( 


UZcT/n-z 
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18. ^ <m ^ ^ ?ci)R <!n\ ^rf^- 

iri, ^ uft ^ ^fTcI ^ TO t ^ TO 

TO^ch^! grofr^, ^ TO ^ BTf^ ^ TOTO 

WTO ^ TOHt m WH ^ ^ TO ^ t, 

arcf>Ri41 ^ tofi w 5TTg^ ^ ^ t ttc^ i crsrrf^, Trf^ TOisJf 
TOtM, TOFT TO TOJcT ^ TOTOT TOTT t ^ ^ TOTO ^ 

TO ^ MtoT TOTW TO ^ ^TOTTO^ ^ ?lf^ I 

19. ■q^ercF F^ar^ ^ srk stot ark ^ fkro km 9 ^ 3r#?f krgro 

^ TOT F^arcp- TO km^ c^ srsjkr ^ Fk totIM c^ ittft f 

#T 3fk krofcif^ :- 


(^) 

^ ^ tFF ^ tRTOTOt 

F, 500/- 


trt ^ TOFt ^ ^ 


(ig) 

TOTTO tTOTOt ^ fcFT 

F 300/- 


v3Trt jkcIFT ^ '^cFiFF ^ feF 

F 15/- 

(tr) FctFT 3FF§Jf F^arr ^ ftr^ 

F 100/- 


(^ 3T^OT ^ (i) 3?. 300/- ^rkr 0T£ftaF=>, 

t I 

(ii) F, 150/- SrfrT 3T?f[aTO 


F^^ 3 tit ^ 3rf£TO ^ 

Ffe Ftarr 3 tit t m t i 


20 . ^ g>T%TOt 

^ ^ ^ TOiFft, ^ ^ TOT t kFfit ^ c^ TOFT FT TO^ ttt t 
kf^ ^ TOkr ^ tiro fcTO ^ ^ ^rfcrkTror Ff i 


til' 


l|.:,.i ,».; t' 


II'. I. * III I' 


I ^W•P•I-^•| Hlfn 


I P'lttlitl ■* 



[m 3(i)] 




1 


4 


21 , tr^arr 

^ 'mi, WRTH fv5ftf^ C^ ^ ^ M4)'U|dI WOT m W^ C^ .-^ IT^^TT, 

^ ^ cItM W ^ mi, ^!W-W7 ^ ^ ^ ^ 

3Tf^R^ ^ Wj, 3TRTtf^d ^ I 

22 . m WR 

^ ^arr ^ fcTr^ ^ ^i^rql^cT ^ ^ ^ ^itf^ ^ wr t ^ 

3Tg5f^ cf^ tp^arr sTT^rf^ ^ ^ w w?fr t ^ ^r^ar, 

^arr cpw^ c^ c^ otr srk ^ ^ f!^ 

^ ^ arfir^jf^ ^3nw I 

smm 5 


23. W^T ^ «IR^ ^ WT5Z?R- 

(1) ^mcT'i; WcR ^ ^ M41uidi wm m snw ^ fcT?^ ^ wty 

sik ^ 3TTWf ^ ^ WcT^ ^ ITR ^?Wl7 ^ c^ 3Tff^ ^ q^ W 

cT^ ^51^ ^ feff!r ^ WRI^ ^ ^ ^ ^ 3TTW # WRT c^ 

^ ^ 3Tto ^ t I 

(2) wxm qwq 4^R<ii>! ^ ^ ^ q^twr wr q^ m £nw ^ 3 tt^ srk 

TRTtwf ^ f^ ^rq^q qkxR Rm, 2011 3 kaTT 3 Tt qTcTT Wm RTW 


q^ qium ^ fqr srf^Rpqr ^ ^ ^ ^ ^qqw ^ ^ cTR^q 

qwH ^'‘^Rqv! ^ q^?T ^ qfRRTT wqq^ mqR qR% wr ^ ^r^raR weR ^ktfkrq 

q#qm qwm ^sqqf^ wr^r^q (qR^) qq qr^TTw ^ qq qR^^ [ 
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24. tfsr W ykJW)H 

^ ^ Tm ^ ^ ^ ^ mm 

M OTM "cM^r cTTc^ Cf^ ^ ^ Tm 1^RT^ ^ ^ c^ fc^ 

t fctfsmMRTT C^ ^tf^-^f MM ^ ^ I ^ ^ ^ 3TM5T 

^ ( 

25. ^• 

MM M ^ 200 /“ (^ # W?) ^ ^ ^ ^ 

#ffll ^ ^ fMt 3TM ^ MM ^ ^ ^ '^-iYchK ^ 

f^rt^ ^ I 


3TWI 6 

26. ^TT^ ^ MR 

^an ^ 1?^ 3Tlfe Wf ‘cE’ ^ #r7T | 5TT^, MR ^ ^ RFT ^ ^ MR 

^ 3FRT9ff ^ MT MNH t 3f^ R[ Rf^R^ M 

3M^ Mm ^ ^ MR M Rt miaR OT^Mf^lcf 

rM ! ^ MR ^ MT M 3eMt ^ TTTST Rft 3[tf^ fM MRE- 

(^) 3rM RlMTIOTf ^ ^ MT ^ RJRRTf^ Rf^ 3fk 

3T^ ^ ^ ^ TTTST rM I R>t M rM 

RrariMR ^ TTO rM ; 

(^) MTM M ^ TTTR vJM Mm ^ RtR ^ W M I 

(r) ^5RHT MTH RT 3TM ^ MR,^ MMf, IR Mm, RR R^aTT ^ M 

fuRT^ Mm Mr rw t, MrM r> 1 r ^ tMt ^ ; M 

(w) Rf RRtM 3MR ^ rMtM (50^.^. X 65 f^.f^.) ^ ^ rM, ^ M 

^ WrM MM RT ^ Mm ^ TRM ^ ^ stjmM 

Mm ^ i 


I 


"Ml- WII 



[nFT U—-m^ 3(i)] 
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27. 5RT ^ItlHWci tm ^ TRgcT 

(1) f^ ^ 3T^2ff m ^ ^ ^ Tim Ti^'m. 3ft? 

3rT^ 3?^ ^ ^ ?TTpt 3T^ t> 'iSm 3nWT ^ 3{^ ^ 3T^ ^ cf^ 3T?W 

^ <^>y'^ 91c^ ?PTT?IFW^ ■^RTTT^ ^TcfF^ ^ i "^irn 

?w m ^ ?tr24?tt ^ fuRT^ 3r«T2ff, ^ VI ' ^'uf]R^? 

3fTf^ W 9TT 3fr? ^ f^TV^ ^ 3rRT2ft ^ WR 

^ ^ P^vm ^ 3iTf^ cR Vim Pw] [ 

(2) tw W ^ czrf^ ^ irvj 3T^ 3?^?J^ VJ T^ VW P^ 

chR^HI ^ cbl4yildl ^ W4t ITT 3fte^ ^ ^ ^ 3T^ osrf^ ^ mv>R 

^ PPhV 3{f^Rjf%^ Vp. ?rf^ ??dTaT% Pm \ 

(3) ^ 3T^ fuR3^ HMdli^lki dg:iR?JM^ ?ry cTc^ftcfft ?R^ ^ 

TTRT %. v\v\ mvm ^ fM V] VJ ^ vm P 

dm mv ^ vwTv OTmfcira vj 3T4fa?^ w ■mn? Pm \ 

[a) ^ ^ m? ^ ^ vm Pm w ^ wv w 

3fk 'vmm ^ RRs? aRT irv vPv^ mm? gRi w% mfte fPPm 

wm w ^ wm P Pi I 

(5) ^ viVcP'i VJ mmP\ f^mrr vj f^cfmft ^ vrvwp w ^ 77 ^ #rT ^ f^Rfr 

?Rn w,. ^ Tvfp^ ^ Pm 3t#t 3rmeff ^rtst 'w i\ tm 

^ t 3ft? ?Nf^ f^RRT ^ PTj^ mJ ^Tf^^mrarf^ Pm w^m 1 

28. ^rmrTOmrm 

vf^ vfPv ^ vjv, PmP mPm vj P fPv m ^ wmT m 

mP m mRR t ^ cm ^ rrt m? ?tc^ Rf ^ ^ ?TRnf)d cfr^ ^ ?Fr^ I 

29. fPm im m? 

( 1 ) ?rf^ vnv m(P m ?t 1^ mr m mim pj rrtt t smrsff ^ ^ w 

c4t vPi vjfpfvi fcif^if^m fPm t P\ v^ mp fPmP 3TmaT cf^ Vvm ^ ^ 
3TMSff Vp ^ f^mf Pj 3r#T 3i(i|'lfufd Vp^ P VP^ mPj P< f^clfui'd m?^ m 
fPjPm 3TT^ cFR ?f^ I vfp ^ tVNpj m, 3rm2jf P pJ 
q^arr P vPv qrm v^ f^ t ?fr ?r^ ^ R5tarr P 3Rfw ?TmTT rtw ^ ^ 


as 
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^ ^ Wlf^lcT 3Tf£l^J^rTr ^ ^ ^ : 

IT^ ^ TffTT^ cPT fim ^ 3T?Jt^ cl^ 

cpt^cll^ ^ cl5t I 

( 2 ) ^ar ^ ^ ^ “jfl 3 n^ ^ ?tt^ ^ ?fRr cj^ 

3|cr% c^ ^ftcR 'd'^chiM ^ ^T^fref f^RT^ vm ^ RPi^d'^J 3t1%^ BWt i 

30. ^ c^ ;ifM m ^ 

^r^nslt ^ 3Tr^ 3ik ^ sTEsrar ^ chi-ufdi^ ^ aif^r^ ^ ^ ^ ^ vsir^ I 

^ ^ ^ 3T«T2ft ^ #ST vilTTf^ [ 

SIKim 7 
WcTT ^TET^ 


31. sirg, 31^ 3ik 315 ^ 

^T^cR yxiidd ^ ^ ^ y41u|dl IHM ^ ^ STJ^ ^ 

^ ^ 3115 ^ ^ ^ 3flR ^ ^ ?T^ T^an ^ ^ ^snw ^ ?ri> ^ :- 

(^) '^MdlMlkl ^ ^ fcT^ ^ WRf%^ ^ ^?Tf^ ^ ^Idd 

312^1 iJlBchYR ^^jfrpRI^ ^ ^ ^ ; 

{ 

(^) f^RI^ ^ ^ cfT^T 1 ^ ^I'^dY mro WF ^ ^ReR ^ ^ ^ ^ ^ 5?^ 
f^Tcfm ^ cTHTdr W?- ^ cff[ c^, fuET^ ^ ^ ^ cf^ 

^ cFR 10^1 cptifte^ diHcp ^ffd^ ^ Mdlefd 3f[Y/^ RR^UcT ^ f^rJt 

3fK mWi I 

cRlf^r, irf^aRI ^ITWT ^ IM EJR^ R f%^#RT ^ f^, ^TcR ^ 

315^ ^ 3T^aTT ^ ^ i 

3i«ira 8 

tr^en ^ 


32. ^an ^ 

3mT2ff cf^, 1vRi^ ^ 3{£f|^ r<f!RR 5rfTM ^ 3TtlcI ^ ^ ST^TRI ^ 
^ 3IR ^ PiMf^te cET m\w\ c(RR im ^ :- 

(^f^) itr; 3ftT w c}^ TTWTT ^ 3Rwr t; 


<>l 


^ I ^ '‘i |IW ^ 


iJ .. If lit- I ^I«y[9|||l--i-n flHd - 
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(^) ^ ^ ^ ^ ^ ^ wm 13fR ^ 

^ W % f^RTc^ 1^ -f^ PW c|^ CTRR^ cTPip ^ 

t 3ftY 3TTg>^ 3fr^ P^ ^ ^ ^ PFIcI? ^ 

^ 1 ^ WleR ^ % ! 

(p) pVerrcw ^ ^ Pc^ar pf^, ^iM pf^ 3jk 

PfcTP^ 3ik pp W ^ ^21 3ITOTPPP ?RWT3fr ^ ^ ^ PP^ 

pf^ p5t ^HPUHi CF>P pmRTT t ; 

(p-) pm PTPR#, 3 t1%ptRp sfk f^m mptf^ ^ ptctp pppp p^ ppp^t ^^fippp 

t ; 

(^ fcrf^ PRPI, P^, HMfSP, 3fk ^ PP P#P 31^ ppppp 

PIW ^fTPRIT t ; 

(p) ■jm ■^, stpi^pp?, ppp fcrf^zrpp?, wi ^ 3it^ wi 

diMcp, PT^ dlHP?, \d'^icb' pfPTPp7, ^jf%P cfjcjul, 3ff^>lRa P)4^i, PPmfefP P>4*P 

fi-p - po i ^jferpf PP tool ^ PTPPP13ik PP^ p^ wm 'pprp t i 

m P?P, 3lk PM Plpsft pS2Tt PP v5tR ^ PIPRfI t ^ P>rP^ sfk PTc^ P^ 

^5PP P^ 3ftP PM P?f ^ PTPT P^ 'HPPki P^P PIPRP t pft PTPcR ^ 

PMP P^ f^^PP-f^FP Pc^fcTPt ^ 3T?ftP PTPcp >Hd6 ^ '?FPP ^ pfppft ^ sfjp 

PlPeR pfPP P^ PT^ P^ P^ Pfpf^ P^ PTPM ; 

(pf) PM 3ftp ^fRIF PM ^ JP: PMT sftP PP4 pMP P^ ^fPMf WPT 

(?l) PTP^ sfk RjpfW pff jRpTP ^ 3fk PPP#F ppisf p^ ^fMeT?IPJ^P> RpPeR 

^ RlpRpl' P^ ^3^ ^ ^PMT WM P^ RTPRP t ; 

(of) c^ Rciku i c^ Rrq ^rjPP pp eik ^ Rmtp pp, ^pn 

XR ^ ppr^ cfR^ f, pP5n ^MRiT 13ik ^ 3 tR PTcff ^ prRp? 

STFT Pl^, %T ^ 3ik f pp PMpft PP RpM t PMPT t ; 

(■p) PpfcM RrPP^, PTW PRTF P^ PP^ PT 3FP R^lPt P^ fc^ M'^Pd 

RRpt 3ftp fP PRf ^ cbRiqp itpP P^ PPM ^ 3TTPPPPRIT P^ 

wm t ; 
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(3) ^ wj\ 13frY ^ ^ ^ 

^ wr % ; 

(^j m ^ ^ ^ sfR c^ wr^ ^ ^ 

(4) ^ ^ ^ ^ ^ ^ -mi 

^ 3?teTT ^ t ; 

(T?[) #£iF ^ mi ^ 3ik ^ ^ PT^ f^rf^RT ^?w?nfr ^ 

3t7ftfR Megill ^ Fwr mm % ; 

(f) ^^ReR ^ 3fR ^T PI^ ; 3flY 

(si) mt^ ^ mm ^ 3TmT^ R FR ^ ^ PRIeft ^ ^ ^ 3ft^ 
^ ^ ^ WR # 3ik^FR^fR TTWT t 1 

SI^ZIR 9 
R^5TT cljt 


33. ^ Pf^ 

^RcR PTtii^ ^ PT^tRzi PRR mi % ^an ^ ^ f^ 

w ^ PR^ 3ik ^ RR ^ m mm ^ GTRsff ^ 

RTRcTT 3ft? ZR-ftftRft ^ gft ^ PR ?# I { 

34. ’qftan ^ 

^an ^ viRidF ^ ^ f^ WRT :- 

(1) F^an f^RTft pm qR f^ 32 ^ zqf^ (q[p) pft zql^rgR (^) ^ 3 t#t 
feRq ^ ^ cfRft qm ^ 3ft? ^?Ri pm m 32 

^ vFTR^IF (?r) ^ PFI (Z) eft 3T#T fftW qiZ^ fcRRT ^ ^ cncTl 

^ mf^ ipji I 


( 2 ) fftm 32 ^ zM^-qq (2 t) ^ ^ ^ meft feif^ 1%^ qr^arr i 



I'm 11—11^ 3(i)] 
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(3) TOeR ^ ^ m V 5 TR ^ ^ ' 41 %^ T^aTT 3 ik 

^ 3T^f^ ^ f^ ^ ^ ^3^ cf^?Nl‘' ^ ^T^3ft ^ c]T^ 

^ ^3^ ^TTRim ^ tp^tm m cbl^^llcHI ^ I 

35. rnn m 

3R^9j^ ^ 3?^ fcif^ ^ ^ 3lk 4%^ ^srr ^ te q^arr ^ crft cfh 
%Toft^ 3t^ 3Tf^ cfT^ #^, ^ f^RRfi c^ 31#^ 3T#n?n 5Fim ^ 3 ?^ 

cf^ c^ ^ ^ ^r ^ 31^ ^ wm ^ ^ #TT Tirf^ I 

36. ^an ^ 

3T"^2ff, 6rm^ ynicn ^ ^ trim ^ ^arr 1500/- 

(T3^ ^ ^ ^) ^ cf>^ I ^ ty^lRl xfMR ^ ^3RT 

^ ^ MTRTT, ^ ^ f^rf^ 3if^R]f^ ^ I 

37. ^ M(^<?ra 

3rM2ff, ^ Pi^Hi' c^ 3?#3 ^ ^ ^an ^ ti^ tttm cf^ #, ^ 

Mf^mRT ^ MM7 ^ ^ ^ 31M2ff ?IT^ ^ 3iqR^l4 MM}' ^ ^an 

n 3Rjq1^ w t cfr 3TMaT ^ 3FMt ^an ^ ^#3 m f^ 

^ 3rpT?l ^ 33^ I 

38 3TW TTTIJ ^ ewsfl ^l>kf 

^ ^ 3Mi4f ^an ^ M t 3^a3T ^ 3 rtm w 

# cfl ^ wri^ ^ MTTfft I 


3??zim 10 
WUT ^ 5raRT 

39. TRTM m <fjMT 

^rf^- 3TM2ff 34laTT '< 5 ^ ^ t cit T3R1M ^RuTRT TTM ^ ^ W ^ 

MTO ^ srf^^jpra' f^RlT MM? 3ik ^ Mcbl^ITf ^ MMT T3^ 5f4ta 

TRTM TTMf 1%^ WMT I 


^j/7/- f/ 
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40. wm ^ 

■eiraiMvj ^ ^ ).i41uid! wm ^ ^ 

41. ^ ^ 3n^ 

^ ^ ^ ^ ^ ^ f^ fMt ^ ^ t^HRfcfl c^ 

f^ 5RF[ c^ ^ ITW ‘ ^ WW i 

42. ^ 3T^m 

^ ^ ITRWI ^ tR ^3^ £n^ g>[, t^lTFR 26 ^ 3T^ ^3^ 

3Tr^ ^ ^ ^ 34^ 3MaT 5frT ^ ^ ^ 

^ c^ # I 

43. ;mM ffrft 3Tf?r ^mr 

(1) ^ ^ ^ eiT^ 3TGI5T ^ ^ ^ ^ ^Fuft^ C^ % ^ 

Pr^ ^ 3T#T ^ ^ 

f%fn # w t cfr ^ 20o/-^o(^ ^ wt) ^ ^ Ti^ ^ TT mm m ^ 

^ ^ ^211 ^ STf^Tcte ^ f^rWT ^ 

t, ^ M # ^ "^rt 

^ 3TOT m ^ ^ I ^ mm m m “ mm m ^ ^ 

i ^ MeTFT M ^ m^ ^ gRT ^ ^ TR^ 

arf^Rpcf ^ ! 

(2) wm ^ M Tlt^ Cfjf ^ TRiqTT ^ ^5fmi t % MM ^ ^ Tf1% 

"cfR^ ^ 3Mr^ gRi w cf^ ci7SRr Pmi t eft ^ \3M ^ ^ 

3FTc^ ^ mn^ ^ cF)^ 3fR ^ mm m ^ ^ 

clM M W MM M ^ 3Tf% M ^ ^ 3f^ ^ MTO 

^ ^ m\ ^ 3RTf^ ^ M arc# c^ mto , # ^ 3 ?^ ^ 

^ ^ ^ ^ ^ MT3 ^ 3rpn t TT^ I 

44. wm m( clft C^ 3TT^ 

MM ^ ^ ^ f^ anfe, fMt wrf%cT 3[ftRm^ m f^ ^fit^Rte c^ Mar 

^ CP2RT ^ TfTW ^ ^ ^ 31#^ MtI mm M 'MT t, 3TM^ ^ 

M5T 1%M MMT i 
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45. ^ mwj m 


^ ^ ^ ^ ^ %TT ^ ^ yTTlT^y f^f^ptTT^ ^ 31^^^ 

OTcFS £IK^ ^ CF^ ^ t ?ft ^ 3TSrr5T ^ cp^R^ ^ cfliRT 1 


46, c^ cItt 

c^ 3T£tt^ ^ cf^ 3?1% ^ 3T£2m c^ c}?|illcl4 ^ 
1 %^ i 


37^ZIT^ 11 
vJfT^ 


47. PPRTUT ^ ^ T3im 

^ fciTcn ^ji 4m ^ ^ ^ f^r<iF? c^ w ^ ^ m?- 

cp^ ^ cfrR^Ji t ^ ^ arefH y^l^idi ww t? ^ 

TOcTY ^^fdd ^uf]pi4y 3rt^ ^ cF>fe ^ 3?aTOT, Tprfm, smiT ^ Slf^^cF^epfi 

4^ dfrm ^ wTf%^ ^ ^ mr cTt ^ ^ ^ cF 5^ ^ 3?^ ^rf^PF^ srfemfM ^ttf 
PF fxF ch^c||F|j\ 5ik - 

(■45) ^ czrf^ ^ ^ rpptmf^ ^ gttwf ^ 

3FE2F#T t 3Fk ^3:wt ^ ^ST^, ^ 4F ^^FT^ t, ^ ^ #? ^F^^ 
37f!r75TT ^ cf^ Cp^ ^ 3T4^ #n i 

(7J) vFFm 4T^ 3Tfepi^ ^ v35FF tttt c^ ^fTF^F ^ ^ ^ 

^i4‘c!Tlt, ^ arf^r^ ^ ^ ^ fcFf^r?^m ^ f^ ortf^er ^ w^ i 

48. wm ^ cjn srwpfuT 

^ 1%ZR 47 ^ 3T#T ^ ^ ^ ^ 5F^ t ^ ^ ^TRM ^ ^ ^ 

■iTRTTTSJ^ ^ T{PT ^ ^ ^ c^ hRuii;^ ^ effIcF ^ ^ 

srfteF^ cf^ 3ppn TFPM ^ 3rmf^ 457^ i 

49. cft^ ^ fcrf^r?rRT 

(1) 47 ^ 3T£ft^ ^ ^ ^ ^ ^ k ^ 

FiFP^F MM ^ kt 4Mdl kt STpH^ ^ mi ^ ^ 314^ k f^ 

keffl-d'^MkiT, mft m? ^ mr ^ ^ mm m kt m? mkmi 1 
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( 2 ) ^ ( 1 ) ^ 3T#T ^ cf?r^ ^ ^ ^ ^ 

3KR uTP^ I 

(3) ^ ^ ^ czrf^ cRlI cqf^ 3 TT^ cHt ^ ?ft^ ^ ^>ftcTY WRR 

^ ^?Tc^, fyfWI ^ 3T1^ ^ 1 


WI 

26 3lt^ 41 ^) 


cmm w-cricf^T c^ ^ u^m\ ws ^ f^ 3^1^^ 

-1 3TT^^ ^ ^ 3nf^ 


2. ^ (^ ^) 

3. ftm ^ ^TTR 

4. 

5 . ^ cTPfe 

6 . w^ 

7 . wr 


4>'1eV4M 


8. W ■^5TI ^ fJTT t 

9. ^ ^ eft clW^I 3ik W=f ^ ^ 


♦•I 



t. ; .( 


!■ l‘i iwli 


»l#tl II 
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^ 4- gr^ T^mu 


^ iTtf^ cf)^ I % ^ ;r^ ^ '^T ^~^, wi 2 aik 'W] 3 ^ ^nr fcrcOT ^ 

^ 3Tk ^ ^ aik ^ f aik wr 2 ^ 5FTlk?r -afk ^ k ^ 
cfR?fte 3 ik a^rk! t sk ^ afk f ! 

^ ^ kk ktw c?T^ I -^rTTi-a ^ fk ^ ^ 1%k\ amr^ k kt 

kt a?k^ cfTT ^ kk ^ kw akrffe t afk k 

^ cF>^ 7 ^ kmr 11 


cfnkii.20 


arrtep k 


kt ^jkkrfk k 


?^aR,. 

. 

. ■R?kf> ark^ k ^9T kk kkr k akfkcr kkr kei^ kt wk ^^kkr kr 

^ fk%^ kl I 

2, arik^ k ^2 t 3 ?rtef^ k arRar (ariRR 50 fk.R x 65 k,fk.) k, fkk wkk^ 

3 Tfkmk R amkf k IkkRcp gni btoi? ^ k arfkTRkm k kktrnR.kRrk 

kk ark^ k kk I 

3. ktarr ^ Rk k k fcR kk kk ^kkr Iks^ii fki^ ku t kr ^ 
arfkkaH cr Rkt ktR ! 


4. aRk ank^ aiyk^R ^ ^ I 

C\ 
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5 

gRT ^ ^ vimpTT) 


fcfT^ '^Idl t ^.cf^ cTRT^ TRTRTT 

^ WR ^ fcT^ ^ 3lt^ cl^ ."^tYFf 

Sji^lRnci ■^^an ^ /3mw ^ t i 


cTRIcR WTcFI ^ ^ ^ Md l fO l d cfr^ ^ 

wm^ fi fell vjnw I 

^ ^0.-crrto.ci^ wr^ f^ tmt sfR 


('^Fdci) 

ili 


TOq ^ 

(f%?m 40 ^) 

imr^ MrlidH 2011 3I#T dl^IcT’? H-cIMH ^ Wl ^ m4U'IcII 

VRM W3l 

^..Hm 2 a.. 

aft.^.^.cRf^ 

f^rqRft.^ dlilcHy M^leTT f^, 2011 ^ 

3T#q 1%^ ^^ITTdR Mxjldd ^ cfTt tj;?! cfR^ ^ 3TTtt M^luidl WR 

vjfg^f^d ^ 3i#T ^ ^ ^eiFT ^ fen t I n^^JRTT ^ n? 

WR ^ nc^R ^ 3nn7R c^ ^irrr nn ^riRnsTn? ^ ^ 1^ nRnr t nl^ 

^ €i!iid^ 50 n^t nf^ ^ ^ i 

nrft^.nRT. 20 ... 

Tlf^ 

^ q^§nn ^ 


<M. 




ii ■ It nil 


Pf Wf W' ■ 


■ 'ivr^mr i 
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1, 3jpF( cfft cTT^t^ 'f^TPT... 

2. WI. 

4. ^3^ (f^ ^ .. 

5. ■’Tg^TR ^ Ri’^.. 

6. WR cR . 

^tdfcfR ■ 

[^. 6( 1 1 )/2009-^^FMT] 

W^, Tt^ 


MINISTRY OF COMMERCE AND INDUSTRY 
(Department of Industrial Policy and Promotion) 

NOTIFICATION 

New Delhi, the 15th March, 2011 

GS.R. 212(E). —^In exercise of the powers conferred by clause (f) of sub¬ 
section (lA) of section 28A of the Boilers Act, 1923 (5 of 1923), the Central 

Government hereby makes the following rules, namely:- 

CHAPTER-I 

Preliminary 

1 . Short title and commencement.- 

(1) These Rules may be called the Boiler Operation Engineers’ Rules, 2011. 

(2) They shall come into force on the date of their publication in the Official 
Gazette. 

2. Definitions.— 

In these rules, unless the content otherwise requires,- 

(a) “Act” means the Boilers Act, 1923, ( 5 of 1923); 

(b) “Board” means the Board of Examiners constituted under these rules; 

(c) “Boiler Operation Engineer” means a person granted with a certificate of 
proficiency as a boiler operation engineer under these rules; 

(d) “Chairman” means the Chairman of the Board; 

(e) “Chief Inspector” shall have the meaning assigned to it under clause (c) of 
section 2 of Boilers Act, 1923 (5 of 1923); 

(f) “Form” means a form appended to these rules; 

(g) “Government” means the State Government or Administration of Union 
Territory; 
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(h.) ‘Secretary’’ means tte Secretary to the Board; 

(i) “Section” means a section of the Act; 

(j) any relerence in these rules to a boiler or boilers shall be deemed to include 
also a reference to an economiser or economisers; 

CHAPTER-II 

GENERAL 

3. Supervision of operation of Boilers.- 

The owner of a single boiler or two or more boilers connected in a 
battery or of many separate individual boilers situated within a radius of 50 meters 
having a total heating surface exceeding one thousand square meters in any of the 
cases shall not use the same or permit tire same to be used unless the boiler or 
boilers are placed in direct charge of a competent person specified in rule 4 in 
addition to such number of boiler attendants as specified in these rules: 

Provided that the Chief Inspector may permit any Boiler Attendant to 
remain in-charge of a Boiler for a maximum period of three months not 
withstanding any thing contrary contained in these rules: 

Provided further that nothing in these rules shall debar a person 
holding a First (dass Certificate of Competency granted under the Boiler 
Attendants’ Rules, 2011 from remaining in attendance and in charge of a boiler or 
boilers of any size and any such certificate shall, for the purpose of these rules be 
deemed to have been granted under these rules. 

4. Competent person shall possess certificate and extent of qualification.- 

No person who does not possess a Certificate of Proficiency as a Boiler 
Operation Engineer under these rules shall be deemed a fit and proper person to 
hold charge of a boiler or boilers exceeding the limits laid down in rule 3. 

5. Production of Certificate. - 

Boiler Operation Engineer holding a Certificate of Proficiency under these 
rules shall, at all reasonable times during the period any boiler is in his charge or 
attendance, be bound to produce such certificate when called upon to do so by any 
of the persons empowered under section 15 to call for the production of a 
certificate or provisional order granted under the Act. 
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6. Owner to furnish Chief Inspector or Director of Boilers with particulars 
of Certificates 

(1) The owner of a boiler who engages any person to be incharge thereof, shall 
w ithin seven days of such engagement furnish to the Chief Inspector or Director of 
Boilers with full particulars of such person including the serial number, date and 
place of issue of his certificate to hold as such. 

(2) I'he owner of a boiler who engages any person to hold charge of such boiler in 
place of a person who is incharge under sub-rule (1), in the event of such person 
leaving his employment or in the event of the death of such person, report that fact 
within seven days to the Chief Inspector or Director of Boilers. 

7. Limits of daily period of attendance, reliefs, and sphere of action 

(1) A person in-charge of a boiler shall be deemed to be in direct and immediate 
charge of the same when he is within 100 meters of such boiler. 

(2) A person in-charge of a boiler far which a Certificate of Proficiency is required 
under these rules may be relieved of charge in any one day for not more than 
two periods, which when combined do not exceed two hours in duration by a 
person holding a first class certificate of competency as a Boiler attendant. 

(3) The holder of a first class Certificate of Competency as a Boiler attendant may 
also with the consent in writing of the Chief Inspector or Director of Boilers, 
relieve a person holding a Certificate of Proficiency as Boiler Operation 
Engineer for a period which may extend to ten consecutive days which, in 
special circumstances, the Chief Inspector or Director of Boilers may extend to 
any length of time not exceeding thirty days at a time. 

8. When Boiler shall be deemed to be in use.- 

(1) Boiler shall be deemed to be in use for the purpose of these rules when there is 
fire in the furnace fire box or fire place for the puipose of heating the water in 
the boiler or under banked fire condition. A boiler shall be deemed to be not in 
use only when the fire is removed and ail steam and water connections are 
closed. 
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(2) An economiser or waste heat boiler shall be deemed to be in use for the 
purpose of these rules when there is a flow of flue gases or other heating media 
past the economiser or waste heat boiler and an appreciable heat transfer takes 
place between the water and the heating gases or media. 

CHAPTER III 
BOARD OF EXAMINERS 

9. Constitution of the Board of Examiners.- 

(1) A Board of Examiners shall be constituted for the State or Union Territory 
consisting of the Chief inspector or Director of Boilers, a Deputy Chief 
Inspector or Inspector or equivalent as nominated by the Chief Inspector or 
Director of Boilers, and not less than three other members having academic 
and practical knowledge of prime movers and modem boiler practices to be 
appointed by the Government from time to time. 

(2) The Chief Inspector or Director of Boilers shall be the ex-officio Chairman 
and Deputy Chief Inspector or Inspector or equivalent nominated by the Chief 
Inspector or Director of Boilers shall be the ex-officio Secretary to the Board. 

{ 

10. Term of Office of the Members.- 

The term of office of each of the members other than the ex-officio members 
of the Board shall be three years. If a member leaves the State or Union 
Territory permanently or absents himself fi-om three consecutive meetings 
without the permission of the Board, he shall be deemed to have vacated his 
seat on the Board and another person may be appointed in his place for the 
unexpired portion of his term. 

11. Functions of the Board,- 

The Board of Examiners shall- 

i) conduct examinations and practical tests of candidates for the grant of 
certificates of proficiency as a Boiler Operation Engineer; 
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ii) have power to appoint any person as a paper setter or examiner at any 
examination; 

iii ) grant Certificate of Proficiency as a Boiler Operation Engineer; and 

iv) consider the reports of enquiries into allegations of drunkenness, 
negligence of duty, misconduct on the part of Boiler Operation Engineers. 

12. Meeting of the Board.- 

The Board shall meet as often as may be in the opinion of the Chairman be 
necessary for transacting its business and at such place and time as may be 
appointed by the Chairman. 

13. Notice of meeting and list of business.- 

(1) Notice of not less than fifteen days from the date of posting shall be given of 
the time and place fixed for each meeting of the Board to every member of the 
Board, and with such notice shall be attached the list of business to be 
discussed at the meeting: 

Provided that if the Chairman calls any meeting for considering any 
matter which in his opinion is urgent, a notice giving such reasonable time as 
he may consider necessary, shall be deemed sufficient; 

(2) Any business w'hich is not on the list shall not be considered at the meeting 
except with the permission of the Chairman. 

14. Quorum.- 

The Chairman or the Secretary and two members of the Board of Examiners 
shall form a quorum. 

15. Chairman to preside at meetings of the Board - 

The Chainnan shall preside over all meetings of the Board and in his absence, 
a member chosen by the members present at the meeting shall preside over the 
meeting. 
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16. .Secretary of the Board.- 

The Secretary shall maintain a register of Boiler Operation Engineers holding 
Certificate of Proficiency and shall perform such other functions as are 
specified in these rules or as the Chairman may direct from time to time. 

17. Board’s endorsement on application.- 

The Board shall endorse on the printed application form of each candidate the 
result of his examination for a certificate of proficiency as a Boiler Operation 
Engineer. The endorsed application shall be returned to the Secretary. 

18. Board’s Power to refuse issue of Certificate.- 

The Board may direct any candidate, who in the opinion of the majority of the 
members appears too old or physically unfit through deformity, constitutional 
weakness, defective eyesight, deafness or loss of a limb to perform efficiently the 
duties of a Boiler Operation Engineer, to produce a certificate of fitness from a 
Registered Medical Practitioner. If, however, the candidate fails to produce a 
certificate of physical fitness, the Board shall have power to refuse the issue of a 
certificate of proficiency as a Boiler Operation Engineer. 

19. Examiner’s Fees.- 

Each member of the Board of Examiners and any other examiner appointed 
under rule 9 except Chairman and Secretary shall be entitled to receive fees for 
examining candidates under these rules and the rate of fees shall be as follows:- 

(a) sitting fee for non official Board Rs.500/- 
Members for Board Meeting 

(b) for setting question paper Rs.300/- 

(c) for valuation of answer paper Rs.l5/- 

(d) for examining each candidate Rs.lOO/- 

(e) invigilation Fee (i) Rs.300/- per invigilator, if the 

examination exceeds 3 hrs. 
ii) Rs.l50Aper invigilator, if the 

examination does not exceeds 3 hrs. 
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20. Actions of the Board.- 

No action of the Board shall be deemed to be invalid by reasons of any defect in the 
constitution of the Board or by reason of such action having been done during the 
period of any vacancy in the Board. 

CHAPTER IV 
EXAMINATION 

21. Exaraination.- 

Examination for the grant of Certificate of Proficiency as a Boiler Operation Engineer 
shall be held by the Board at such place and on such dates as may be notified by the 
Secretary from time to time in the State or Union Territory. 

22. Postponement of examination.- 

When a date fixed for the examination is declared as a gazetted holiday or when for 
any unforeseen reason the examination cannot be held on the date fixed, the Chairman 
may fix some other date for holding the examination and the same shall be duly 
notified to the candidates and the members of the Board of Examiners. 

CHAPTER V 
CERTIFICATE 

23. Capabilities of holders of Certificate.- 

(1) The (Certificate of Proficiency as a Boiler Operation Engineer shall qualify the 
holder thereof to be incharge of a boiler or boilers of any type and size provided that 
the boilers are so situated that none of them is at a distance of more than fifty meters 
radius from any one of them. 

(2) The holder of a Certificate of Proficiency as a Boiler Operation Engineer shall for 
all intents and purposes be deemed to have fulfilled the requirements of the Boilers 
.Attendants’ Rules, 2011: 

Provided that a Boiler Operation Engineer holding Certificate of Proficiency 
prior to the publication of this notification in the official Gazette as a Boiler 
(Operation Engineer issued by a Government prior to the date of this Notification 
shall be eligible to be in-charge of boilers(s) as mentioned in the Certificate of 
Proficiency. 
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24. Endorsement on a Certtficate.- 

A person holding a Certificate of Proficiency as a Boiler Operation Engineer granted 
by a Board of any other State or Union Territory shall on application have the 
certificate endorsed for validity in the State or Union Territory in which he applies for 
services. .Such endorsement shall be made by the Chairman of the Board. 


25. Fee.- 

A Fee of Rs. 200/- (Rupees Two hundred only) shall be paid for endorsement on the 
certificate which shall not be refundable. Fee shall be paid by Treasury Challan or 
such other mode as the Government may notify in this behalf 

CHAPTER VI 

APPLICATION FOR EXAMINATION 

26. Form of application.- 

Every application for examination shall be in Form *A’. The applicant shall fill in 
such part of the Form as are to be filled in by a candidate and shall sign the form in the 
presence of a Gazetted Officer or any Magistrate or his employer who shall attest his 
signature. The application so filled in shall be (brwarded to the Secretary 
accompanied by - 

(a) one attested copy of each of the testimonials in respect of academic 
qualifications, and originals alongwith their copies for practical experience of the 
candidate. All originals in respect of academic qualifications shall be produced at the 
time of interview; 

(b) testimonials of good character from his employer with a certificate of age; 

(c ) a Treasury Challan or such other mode as the Government may specify in this 
behalf in support of payment of the fee specified in these rules for the examination at 
which the applicant prefers to appear; and 
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(d) two copies of recent passport size photographs (size 50mm x 65mm) one of 
which shall bear the signature of the applicant on the back, duly attested by a Gazetted 
Officer or candidate’s employer. 

27. Candidate to produce satisfactory testimonials.- 

(1) No candidate shall be admitted to an examination who cannot produce 
satisfactory testimonials certifying his experience, ability, and good conduct for the 
whole period of his qualifying service or any unaccounted break in the period of 
qualifying service. Such testimonials shall clearly state the capacity in which 
candidate was employed, whether as an Apprentice Engineer, Supervisor, Assistant 
Engineer etc. and the periods of such employment stating the dates between which 
candidate was so employed. 

(2) A testimonial shall be signed by a person under whom the candidate was 
employed and be countersigned by the owner or agent of the mill, factory or workshop 
or by such other persons as the Government may notify in this behalf. 

(3) Candidates who have undergone a course of training at a recognised Engineering 
College or Technical Institution must produce either the degree or diploma of the 
course or a certificate from the Principal or Superintendent of the Institution giving 
the period devoted in completing the course. 

(4) A testimonial in respect of service in a steamship may be signed by the Chief 
Engineer and counter signed by the master of the vessel or may be in the form of a 
seaman’s discharge certificate issued by a Shipping Master. 

(5) A testimonial of service rendered on railway boilers or boilers belonging to a 
Government Department or local bodies, shall be signed by a responsible officer under 
whom the candidate has directly served and countersigned by the head of the 
Department concerned. 

28. Doubtful testimonials.- 

If the Secretary has reason to doubt the truth of any statement made in any application 
or testimonials, he may make such enquiries as he thinks fit to verify the same. 


GXIu- s 
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29. False testimonials.- 

(1) If on enquiry the Secretary is satisfied that any testimonial submitted by a candidate is 
false in any material particulars, he shall submit his findings to the Chainnan who 
may by a written order debar such candidate from being admitted to any examination 
held under these rules. If, on the strength of any such testimonials, a candidate has 
already been admitted to an examination, he shall be deemed to have failed in such 
examination and any certificate granted to him as a result of his having been declared 
to have passed such examination, shall be forthwith recalled and be cancelled by a 
notification published in the Official Gazette: 

Provided that no action shall be taken under this rule without giving the 
applicant an opportunity of being heard in the matter. 

(2) Anybody aggrieved by the decision of the Chairman may, within thirty days of the 
date of the receipt of the order, appeal to the Government whose decision thereon shall 
be final. 

30. Keeping of applications and copies of testimonials.- 

Applications and copies of testimonials submitted by candidates shall be kept as 
records in the office of the Chairman. Fhc Original testimonials shall be returned to 
the candidate as soon as possible. 

CHAPTER VII 
ELIGIBILITY CRITERIA 

31. Age, qualifications and experience.- 

A candidate for a certificate of proficiency as a Boiler Operation Engineer shall not be 
less than twenty three years of age and shall not be admitted to the examination unless 
he:- 

(a) possesses a degree or diploma in Mechanical or Electrical or Chemical or Power 
Plant or Production or Instrumentation Engineering from a recognised Institution; 

(b) has served for not less than two years in case of Degree holders and for five years 
in case of Diploma holders in the operation and / or maintenance of a Boiler of not less 
than one thousand square meters heating surface or a Battery of Boilers of not less 
than one thousand square meters heating surface in aggregate out of which at least 
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one f3oiler of noi less than five hundred square meters heating surface, flowever, for 
degree holders or post graduate diploma holders from a National Power Training 
Institute, requirement of minimum working experience shall be one year. 


CHAPTER VUI 

SYLLABUS FOR EXAMINATION 
32. Syllabus for examination.- 

A candidate in order to be qualified for a certificate of proficiency under these rules, 
shall, inter alia, satisfy the examiner that he - 

(a) can calculate loads, areas, volumes, quantities and weights; 

(b) can give description of the principal types of steam boilers used on land and to state 
the purposes and reasons for which different types of boilers are employed; and from 
the data and formulae supplied, calculate the safe working pressure for any pan of a 
boiler in accordance with the Indian Boiler Regulations; 

(c) can calculate the direct stress, the torsional stress and the bending stress in round bars 
and shafts and the bending stress in rectangular bars and levers with given load: 

(d) understands the working and management of steam boilers, super heaters and 


economizers: 

(e) understands the use and purpose of various valves, cocks, mountings, fitting and other 
safety devices; 

(0 can give a description of and explain the functions of feed pumps, feed injectors, feed 


regulators, feed water filters and softeners, feed heaters, air heaters, calorifiers. steam 
accumulators, forced draught, induced draught and automatic draught control devices; 
(g) can answer questions on fact relating to combustion, heat and steam and calculate 
consumption of coal and water and quantity of steam that may be generated from a 
given heating surface under the various systems of draught, in any land boiler and 
also calculate the overall efficiency of boiler plant; 
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(i) can explaiin the general methods employed in laying foundation for boilers and 
chimneys and the suitable area and height of chimneys to promote efficient 
combustion; 

(j) can explain the significance of principal appliances in use for the prevention of smoke 
and the principle on which they work and give description of the principal mechanical 
stokers^ pulverisers, gas, oil and pulverized fuel systems in use; 

(k) understands the need for periodical cleaning, the methods used for prevention of scale 
or other deposits on heating surfaces and the necessity for maintaining a certain PI I 
value in feed water; 

(l) can detect defects in boilers and state the means and methods of rectifying them. 

(m) understands the precautions to be taken for starting a boiler and economiser from cold 
or from banked fire condition; 

(n) understands the procedure to be adopted in putting an economizer out of commission 
while the boiler is on steam; 

(o) can explain the methods adopted for the achievement of fuel economy and the use of 
various instruments used in a Boiler House: 

(p) materials used in Boiler components and piping; and 

(q) can read and prepare a working sketch and drawing of boilers and boiler mounting or 
parts thereof 

CHAPTER IX 

MODE OF EXAMINATION 

33. Nature of Examination.- 

Examination for certificate of proficiency as a Boiler Operation Engineer shall be of 
such nature as to test the practical ability and technical knowledge of the candidates to 
be in charge of steam generating plants of all types and pressures in land use. 
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34 Subjects for Examination. - 

Examination shall be conducted in the following manner:- 

(1) written examination consisting of one paper on Boilers to cover the syllabus 
stipulated under sub-rule (a) to sub-rule (h) of rule 32 and another paper on Boilers 
to cover the syllabus stipulated under sub-rule (i) to sub- rule (p) of rule 32. 

(2) A written drawing examination covering sub-rule (q) of rule 32. 

(3) An oral examination to answer questions pertaining to Boiler Practices and if 
required by the examiner to demonstrate in the examination room or in a workshop, 
his ability to carry out the practical aspects of his duties in a Boiler Mouse. 


35. Assessment of work. 

.\ candidate shall secure at least forty five per cent of the marks in each written paper 
as wx'll as in the oral and drawing examinations; but the aggregate should not be less 
than fifty per cent of the total marks in order that he can be awarded a certificate of 
prollciency under these rules. 

36. Fees for Examination. 

A C'andidate for examination for certificate of prollciency as a Boiler Operation 
[jigincer shall pay a fee of Rs.1500/- (Rupees One thousand five hundred only). Fee 
shall be paid by Treasury Challan or such other mode as the Government may notify 
in this behalf 

37. Refund of Fee.- 

A candidate once admitted to an examination under these rules shall not be entitled to 
any refund of fees. When a candidate is unavoidably absent from the examination on 
the date fixed, the Chairman may allow' him to appear without payment of a second 
fee at the next examination. 

38. Fee for candidate found ineligiblc.- 

A candidate who has paid the examination fee but is found ineligible for an 
examination shall forfeit the said fee. 
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CHAPTER X 

GRANT OF CERTIFICATES. 

39. Grant of certificate of proficiencv. - 

If a candidate passes the examination, his result shall be notified in the State official 
Gazette or Union Territory official Gazette and he shall be granted a certificate of 
proficiency as soon as practicable after such publication. 

40. Form of certificate.- 

A certificate of proficiency as a Boiler Operation Engineer shall be in Form ‘B’. 

41. Application for endorsement on a certificate.- 

An application for endorsement in tlie certificate for validity in a State or Union 
Territory other than the State or Union Territory of issue, shall be made in Form ‘A’. 

42. Identification requirement.- 

Every certificate granted under these rules shall bear a bast photograph of the holder 
thereof previously submitted along with his application under rule 26 and his signature 
and such other particulars as may be required for the purpose of identification. 

43. Grant of duplicate certificate.- « 

(1) Whenever the holder of a certificate proves to the satisfaction of the Chairman that 
the certificate granted to him under these rules has been lost, stolen or destroyed or 
mutilated, he shall be granted on payment of a fee of Rs.200/-(Rs Two hundred 
only), a duplicate certificate to which, by the record so kept as aforesaid, he 
appears to be entitled, which shall have for all purposes the same validity as the 
original certificate. The w’ords "Duplicate Certificate” shall be written on such 
certificate. Fee shall be paid by Treasury ChalIan or such other mode as the 
Government may notify in this behalf 

(2) If on enquiry the Secretary is satisfied that any statement made by the applicant 
for the issue of duplicate certificate is false, he shall report the case to the said 
Board at its next Meeting and the Board may at its discretion cancel the certificate 
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or permit the grant as aforesaid of a duplicate certificate either immediately or 
after such period not exceeding twelve months as the Board may think ft having 
regard to the circumstances of each case. 

44. Application for duplicate certificatc.- 

Application for a duplicate certificate shall be lodged with the Chairman with a 
declaration before a Gazetted Officer or a Magistrate stating that the certificate 
granted under these rules, has been lost. 

45. Invalidity of original certificate.- 

On the issue of a duplicate certificate, the original certificate shall cease to be valid, 
and shall if in the possession of the holder thereof be returned to the office of the 
Chairman for cancellation. 


46. Record of duplicate certificate.- 

Duplicate of all certificates granted under these rules shall be recorded in the office of 
the Chairman. 


CHAP l ER XI 
ENQUIRY 

47. Enquiry regarding certificate holders.- 

If a District Magistrate or the Chief Inspector or Director of Boilers has reason to 
believe from any cause whatsoever, that, any enquiry should be made into allegations 
of incompetence, drunkenness, misconduct or negligence of duties on the part of a 
Boiler Operation Engineer holding Certificate of Proficiency under these rules, they 
shall either themselves make such enquiry or cause it to be made by their subordinate 
otficers , and 

(a) the proceedings shall be held in the presence of the person whose conduct 
forms the subject of enquiry and he shall have an oppoilunity of making 
any statement he may wish to make and of producing any evidence in his 
defence. 
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(b) the proceeding of any such enquiry together with the findings thereon by 
the officer conducting the enquiry shall be forwarded by that olflcer tor 
decision of the Board. 

48. Surrender of certificate.- 

When an enquiry is being conducted under rule 47, the holder of such certificate shall, 
on demand by the officer in charge of the enquir)T forthwith surrender his certificate 
to the said officer pending the result of such enquiry. 

49. Decision of the Board.- 

(1) On receipt of the proceeding of the enquiry conducted under rule 47 together with 
findings thereon the Board may allow the certificate to stand or suspend it for such 
period as it thinks fit or may cancel the certificate permanently. 

(2) Before taking any action under sub-rule (1) the candidate shall be given an 
opportunity of being heard in the matter. 

(3) Anybody aggrieved by the decision of the Board may, within thirty days of the date 
of the receipt of the order, appeal to the government whose decision thereon, shall be 
final. 

FORM fV’ 

(See rules 26 and 41) 

! 

Application for certificate of proficiency as Boiler Operation Engineer 

Part I - Name, etc. of the applicant. 

2. Name (in full). 

3. Father’s Name. 

4. Nationality. 

5. Date of Birth. 

6. Place of Birth 

7. Permanent Address 

8. Whether appeared in any previous examination 

9. If so, details of date and place 
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Total Service 

Time served for which certificates are produced. 
Time served for which no certificates are produced. 
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Part IV * DECLARATION TO BE MADE BY THE APPLICANI 

1 do liereby declare thai the statements made in Part E 11 and 111 of this Form are 

correct and true to the best of my knowledge and belief; and that the papers enumerated in 
Pan {] and submitted with this form are true and genuine documents and I'urther that the 
copies oi the documents submitted with this form are true and correct, I fiirlhe!' declare thai 
iiic stalenicnts made in Part III contain a true and correct account of the whole period ol'm>' 
ser 3 ’icc wiihoui exception, and I make this declaratjon conscientiously believing the same to 
be true. 

Dated at this day of 20 


Signature of the applicant 
Present Address 


Signed ill the presence of 


S/g nature. 

Designation. 

NO i f I. Hvery applicaiion must be accompanied v\'ith the requisite fee ill the manner as may be prescribed by 
the (iovernment, 

;y l\vo copies of a recent bust photograph of the applicant (Size 50mni x 65mm) must accompany the 
application with applicant's signature on the back-thereof. duK' attested by a (fazetted Officer or the candidate's 
employer. 

3 .'\n\ , person making a false statement for the purpose of the admission to the examination renders himself 

liable to prosecution. 

■1 incomplete application is liable to be rejected. 

PART V 

(Not to be fifed by tlte applicant) 

Ceilified that Shri _ _ _ _ _ has been examined for Certificate of Proficiency as fktiler 

Operation Engineer and that he has pas.sed/failed in the examination held during_____ 

l-ssiie of Certificate of proficiency as Boiler Operation Engineer when certified to h ave pas.sed 
Certificate No, ___issued on _and duplicate recorded. 


(Secretary) 
Board of Examine!-,s 
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FORM B 
(See Rule 40) 

Certificate of proficiency as a Boiler Operation Engineer under the Boiler Operation 

Engineers’ Rules, 2011 

No. of. 20. 

Shri.aged about. Years, at present residing at 


having satisfied the Board of Examiners appointed under the above noted rules of his 
proficiency to fulfill the duties of a Boiler Operation Engineer is granted under the Boiler 
Operation Engineer's Rules, 2011, this certificate of proficiency authorizing him to be in- 
charge of boilers of any type or size provided that all the boilers are situated within a radius of 
50 meters 

Dated at. this .... Day of.20. 


Secretary 

Board of Examiners 


PHOTO 


Chairman 

Board of Examiners 
Description Roll 

1. Date and Place of Birth. 

2. Permanent address. 

3. Nationality. 

4. Height (without shoes). 

5. Marks of Identification. 

6. Left Thumb impression. 


Signature of applicant 
Endorsements 


[F.No.6(n)/2009-Boilers] 
RENUSHARMA, Jt. Sccy. 
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